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22 October 1968 


MEMORANDUM FOR: Special Assistant to the Deputy Director 

for Support 

SUBJECT : Office of Medical Services Resignation Cases 

REFERENCE : Your memorandum, DD/S 68-5003, dated 7 October 1968 


1. In response to reference memorandum, the following informa- 
tion on Office of Medical Services resignation cases is provided: 

(a) Only the individual's resignation is recorded 
on paper. 

(b) Resignees are interviewed by their immediate 
supervisor; division chief; personnel officer; 
and professionals, by the Director of Medical 
Services. 

(c) There is no routine paper feedback from the 
Office of Personnel. 

(d) Professional resignees are interviewed routinely j 
by D/MS, nonprofessionals only on request. 

2. Resignation statistics are attached. 

3. There were no resignees who were classified as "comers". 


;u±ng umei , support Division 
Office of Medical Services 


Attachment : 

As stated above 
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